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The 25th March , 1970 
No. 1363/ P (3 )1163 , 69. - Whereas the Governor of Haryand is satisfied that the land specified below 
is needed by the Government at public expenses, for a public purpose , namely for , installing kiln opposite 
R. D. 169,360 right Jui Feeder in village Deosar, tehsil Bhiwani, district Hissar , it is hereby declared that the 
and prescribed in the specifications below is required for aforesaid purpose . 

This declaration is made under the provisions of section 6 of the land acquisition Act , 1894 , and 
under the provisions of section 7 of the said Act, the Land Acquisition Collector , Buildings and Roads 
Branch , Ambala is hereby directed to take order for the Acquisition of the said land . 

The plan of the land may be inspected in the office of the Land Acquisition Collector, Buildings 
and Roads Branch Ambala Canit. and executive Engineer, Jui Canal Division , Bhiwani. 

In view of the urgency of the acquisition , the Governor of Haryana, in exercise of the powors 
conferred by section 17 ( 

25) of the said Act , hereby further directs that the Land Acquisition Collector, 
Buildings and Roads, Ambala Cantt , shall proceed to take possession of the land specified in 

specified in accordance 
therewith 

SPECIFICATION 


District 


Tehsil 


Village 


Area in cres 


Boundary 


Hissar 


Bhiwani 


Deosar 


9.60 


A plot of land comprising full field Nos. 378 / 

22 , 378/23 , 3832 and part field Nos. 378 / 
12 , 378/17 , 378 , 18 , 378/19 . 378/20 378/21, 
378,24 . 379 : 25, 382/5, 383/1, 383/3 , 383/4 , 
383,8 , 3839 and 383/10 opposite R.D. 169,360 
Right Jui Feeder in village Deosar , tehsil 
Bhiwani, district Hissar as demarcated at 
site and as shown on the Index Plan , 


By order of the Governor of Haryana , 

K. S. PATHAK , 
Chief Engineer, Project, 
Irrigation Works, Haryana, 

Chandigarh . 
CHIEF ENGINEER HARYAVA , P. W. D. 

PUBLIC HEALTH BRANCH 


The 4th March , 1970 


No. 3899- PH /EI.-- Consequent upon his provisional promotion on ad hoc basis and in a purely temporary 
capacity Shri H. K. Grover assumed the charge of the post of sub-Divisional Engineer, public Health 
Sub -Division , Pinjore with effect from 22nd January 1970 (F.N.). 

No. 3906 -PH / EI.-- Consequent upon his reversion as Sectional Officer Shri H.K.Grover relinquished charge 
of the post of sub - Divisional Engineer, Public Health Sub -Division , Pinjore w . c . f. 21st January, 1970 
(F. N. ) and assumed charge of current duties of the post of Sub - Divisional Engineer, Public Health Sub 
Division , Pinjore from the same date. 


J. L. SETHI, 


Chief Engineer, Haryana , 
P. W. D., Public Health Branch , 

Chandigarh . 
PUBLIC WORKS DEPARTMENT 


BUILDINGS AND ROADS BRANCH 


Gurgaon Circle 

The 4th February, 1970 
No. M / 108 /231.- Whereas the Governor of Haryana is satisfied that land specified below is needed 
by Government, at public expense , namely, for Constructing an approach road from Kund to Basdodi in 
Gurgaon District. It is hereby declared that the land described in the specification below is required for 
the above purpose . 
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The declaration is made under provision of section VI of the Land Acquisition Act, 1894 to all whom 
it may concern and under the provision of section 7 of the said Act, the Collector , Haryana , P.W.D., B. & R . 
Branch , Ambala Cantt or any other Special Collector authorised by the Colonization Officer- cum - Special Land 
Acquisition Officer, Haryana is hereby directed to take orders for the acquisition of said Land . 

Plans of the land may be inspected in the offices of the Land Acquisition Collector, Haryana , P.W.D. 
B.& R . Branch Ambala Cantt and the Executive Engineer, Provincial Division , Gurgaon dur. ng working hour, 

SPECIF CATTON 


REMARKS 


Name of 
District 


Name of 
Tehsil 


Name of 
Village 


Area in 
acres 


As demarcated at site 


Gurgaon 
Gurgaon 


Rewari 
Rewari 


Padla 
Basdoda 


2.36 
10.84 


Total 13.20 


(Sd .) 


Superiniending Engineer, 
Gurgaon Circle , P.W.D., B. & R . 


The 28th March , 1970 


No. SEK /J /IB . ---Whereas the Governor of Haryana is satisfied that land specified below is needed 
by Government, at public expense, for a public purpose, namely, for the construction of Civil Hospital and 
P. W. D. (B. & R.) Colony at Jind , it is hereby declared that the land described in the specification below 
is required for the aforesaid purpose . 

This declaration is made under the provisions of section 6 of the Land Acquisition Act , 1894 , 
10 all whom it may concern and under the provision of section ? of the said Act, the Land Acquisition 
Collector, Haryana Public Works Department. B. & R. Branch is hereby directed to take order for the 
acquisition of the said land . 

Plans of the land may be inspected in the offices of the Executive Engineer, Provincial Division , Jind 
and Land Acquisition Officer , Haryana Public Works Department, B. & R. Branch , Ambala Cantt. 

SPECIFICATION 


District 


Tchsil 


Locality 


Khasra Number 


Area in 
Acres 


Jind 


Jind 


Jind 


31 


177 


21, 22/1 . 22/2 , 23/1 

191 


10/1 , 10/2 , 11 

192 


1 , 2 / 1,2 / 2 , 31, 6/1 , 6/2 , 7 , 8 , 
9 , 10 , 11, 12 , 13 1, 13/2 , 14, 15 , 
18 , 19 , 20/1 , 20/2 , 21/1 , 21/2 , 
22 , 23/1, 23/2 , 

215 


1/1 , 1/2 , 1/3 , 2 , 3 , 8/1 , 8/2 , 911 , 
9/2 , 10/1, 10/2 , 10/3 , 11 , 12 , 13 
498 


Sd .) . 


Executive Engineer, 
Jind Provincial Division , 

Jind , 
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